MY YEARS ON THE STAGE
enormous number of people. It had a corrugated-iron roof and when the summer trade winds came up during the matinee they rattled the roof so much that the audience could barely hear what was said on the stage.
My Wife did an enormous business in San Francisco that year, as it had done everywhere on the road. In all the towns that we visited, Billie Burke, who was my leading woman, was acclaimed as a charming actress and a beautiful woman. She played Beatrice Dupre. The cast for My Wife was:
GERALD EVERSLIGH     John Drew THE HON. GIBSON
GORE .                    Ferdinand Gottschalk CAPTAIN PUTNAM
FREZBY                  Walter Soderling
M. DUPRE                 Morton Selten
BARON GORANCLOS     Albert Roccardi
M. VALBORNE            Mario Majeroni
M. POTIN                  Axel Bruun
DA VIES                      Herbert Budd
CROCKER                   Rex McDougal
HEAD WAITER             E. Soldene Powell
RENE FLANDERS         Frank Goldsmith
PORTER                     L. C. Howard
BEATRICE DUPRE       Billie Burke MIRIAM' HAWTHORNE Dorothy Tenant
MRS. DENHAM FANE  Ida Greeley Smith
BARONES GRANCLOS    Hope Latham
MADAM DUPRE          Mrs. Kate Pattison Selten
MARIE                      MayGayler hand organ, had removed the handle, and then in his first- with. The cup bore the name of theaal Marie by W. W. Ftntsr,
